Front: Nassif, Julianne (DPH) <Julianne.Nassif@MassMail.State.MA.US> 

Sent: Monday, March 12, 2012 10:47 AM 

To: Salemi, Charles (DPH) <Charles.Salemi@MassMail.State.MA.US>; O'Brien, 

Elisabeth (DPH) <Elisabeth.O'Brien@MassMail.State.MA.US>; Piro, Peter 
(DPH) <Peter.Piro@MassMail.State.MA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.State.MA.US>; Lawler, Michael (DPH) 
<Michael.Lawler@MassMail.State.MA.US>; Lleshi, Hevis (DPH) 
<Hevis.Lleshi@MassMail.State.MA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.State.MA.US>; Renczkowski, Daniel (DPH) 
<Daniel.Renczkowski@MassMail.State.MA.US>; Tran, Mai (DPH) 
<Mai.Tran@MassMail.State.MA.US>; Medina, Nicole (DPH) 
<Nicole.Medina@MassMail.State.MA.US>; Corbett, Kate (DPH) 
<Kate.Corbett@MassMail.State.MA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.State.MA.US>; Sprague, Shirley (DPH) 
<Shirley.Sprague@MassMail.State.MA.US>; Phillips, Gloria (DPH) 
<Gloria.Phillips@MassMail.State.MA.US>; Zanolli, Janice (DPH) 
<Janice.Zanolli@MassMail.State.MA.US> 

Subject: resignation 


I am writing to inform you that Annie Dookhan has resigned her chemist position in the Drug Laboratory 
as of March 9, 2012. Any inquiries from ADAs regarding testimony and or resubmittals of drugs should 
be referred to me at 617.983.6651. 

Julie 

juiiaiA-M Nctsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


Corbett email PRR 014105 




